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~ Tower Chimes 
6. Wlectrically Operated 


have heard sweet 
is) Chimes aringing, 
Down the lanes of memory. 
heard them calling. 
heara them singing 
Inthe days that used fobe. 
Dut the sweetest,purest, 
clearest, 
Hringing Angel faces 
nearest, 
Making life rivinest, 
dearest, 
Are the O10 Church. 
Chimes to me. 
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Electricity, Electricity has played an astoundingly im- 
the World’s Servant Portant part in the world’s progress in the 

last few decades. This weirdly potent force 
has made possible the development of countless time and labor 
saving devices, the lack of which, were we to be suddenly deprived 
of them, would completely paralyze the commercial and social 
world, temporarily, at least. 


Modern Tower It remained for J. C. Deagan, the master 
Chime Operation inventor and builder of percussion musical 

instruments, to devise and make practical an 
electrically operated substitute for the revered but antiquated 
church bells which have remained practically unchanged for cen- 
turies. But many vears of successful use have demonstrated the 
fact that Deagan Tower Chimes, Electrically Operated, are 
much more than mere substitutes for the old fashioned church 
bells with their cumbersome rope and lever operated mechanisms. 


Unlike cast bells, the form and method of 
construction of Deagan ‘Tower Chimes 
make possible extreme accuracy of tuning 
and even intonation. Deagan Chimes, which are made of an 
exceptionally fine quality of Bell Metal, are uniform in volume, 
‘arrying capacity and tonal characteristics throughout their entire 
register, no matter at what distance heard. They are noted for 
their richly beautiful tones, pleasing to the uneducated ear as well 
as to the musician. 


Deagan Chimes, 


a Master Creation 


We shall not attempt to give here any detailed account of the 
years of experimenting with some ninety-four different alloys and 
more than a hundred different wall and diameter proportions 
before the Deagan stamp of approval was finally placed on 
Deagan Tower Chimes. 


Played by 
the Organist 


Because of their cumbersome playing mechanism it 
requires a muscular person to play the old style 
church bells. The operation of Deagan Tower 
Chimes, however, requires but the mere touch of a finger upon 
the Electric Keyboard. With this Keyboard located beside the 
Organ Console the full power of the magnificently sweet tones 
of Deagan Chimes are at the instant command of the Organist. 


The advantage of having the Chimes played by a musician, rather 
than by some one who qualifies largely by reason of his physical 
strength, will be readily apparent to everyone. 


SIXTEEN TONE SET DEAGAN TOWER CHIMES 


Complete with Electric Striking Actions and Dampers 
FLOOR SPACE REQUIRED WITH REGULAR STYLE RACK, 8 ft. x 9 ft., Height, 1534 ft. 


For small towers we supply a specially constructed rack which requires a floor space only 7) ft. square. 


-+ Deagan’Tower Chimes 
~~ Played from Electric Keyboard by Organist 


ipment Included Standard sets of Deage ‘ower Chimes 
Equipment Included Standard sets of Deagan ‘I 
with Each Set consist of from ten to twenty tones. In acl- 
dition to the specified number of Chimes, 
Actions and Dampers each set of Deagan Tower Chimes includes 
Chime Rack, Electric Keyboard, Motor-generator, Relays 
mounted in steel cabinet, Starting Switch, Jeweled Pilot Light, 
Remote Control, Rheostat, Volt Meter, Wiring Blue Prints, 
leather covered Music Book and, where requested, a Bronze 
Tablet with suitable inscription. Description of the Electric 
Actions and Dampers will be found on the following page. 
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Deagan Tower Chimes We supply, as additional equip- 
Operated from Clock Action ment, an Electric Chiming Device 

which automatically sounds the 
standard Westminster peal on Deagan Tower Chimes every 
quarter hour and without interfering in any way with the oper- 
ation of the Chimes from the Keyboard. Detailed information 
upon request. 


Location The Keyboard may be 
of Keyboard located at any distance 

from the Chimes. With 
Church installations it is customary 
to place the Keyboard beside the : 
Organ Console, so that the organist = 
inay incorporate the music of fon Opetnn Chika: 
Chimes into the Church services. An 
additional Chime Keyboard may be 
located at any other point in the Church or Rectory. 


Dimensions Closed 
19in. x 13 in. x 6in. 


Small Space A complete set of Deagan ‘Tower Chimes occupies 
Required comparatively smal] space, but where sufficient 

room is not provided in the belfry the Chime seaf- 
fold or rack can be erected on the roof, in the open, as Deagan 
Chimes and Actions are not affected by the elements. 


Installation Deagan ‘Tower Chimes are installed by our 
and Guarantee OW lErectors, thus insuring perfect results. 

Chimes and all equipment are guaranteed 
against any defect in material and workmanship for five years 
from date of installation. Any part proving defective within 
that time will be replaced free of charge. As to our reliability 
we refer to Dun and Bradstreet, the Commercial Agencies, or 
to any Bank or Banker in the United States. 


“‘Deagan Electric Chime Actions 


The Deagan Electric Tower Chime Action (patented) here illustrated, is a marvel of com- 
pactness and efficiency. It has been developed by our Electrical Department to a point 
of mechanical perfection, many improvements having been added since it was first brought 
out many years ago. The basic operating principle, however, has never been changed, 
showing the soundness of the original design. 


When any key of the ; : 
Keyboard is depressed i EE NE fe 
the plunger of the cor- | 
responding Action is pro- | 
pelled forward  electric- 

ally and delivers against —_ eld. 
the Chime a mighty blow. . } 

far more powerful than 
would be possible with 
any hand operated mech- 
anism. With lghtning- 
like rapidity the plunger 
is automatically returned 
to its original position, 
ready for the next stroke. 
Despite the great strength of the forward blow very little current is consumed, as the 
Action operates almost instantaneously. <A specially built Motor-generator which is 
included with the Chimes supplies the necessary current for their operation. 


DEAGAN ELECTRIC TOWER CHIME ACTION 
WITH WEATHER-PROOF HOOD 


Total Height, 1114 in., Width, 9 in., Length, 42 in. 


Electric Damper or Tone Silencer 
(Patent Applied for) 
ira AYMAN acon ‘This, we earnestly believe, is the greatest 
—— — invention in ‘Tower Chime history. It 
automatically silences each tone at the 
precise instant the next one is sounded. 
an <a ‘ausing’ the melody to stand out clear and 
ACTION WITH HOOD REMOVED distinct. It is entirely different in prin- 
ciple from the piano damper which stops 
the tone when the key or pedal is released. The Deagan Tower Chime Damper does 
not silence the Chime tone wntil the succeeding key at the keyboard is depressed. 


This ingenious and altogether unique principle of operation absolutely prevents any impres- 
sion of a “stopped” or “muffled” tone but does entirely eliminate all intermingling or “run- 
ning together” of tones—an inherent defect heretofore in all Chimes, a defect, in fact, which 
is the usual cause for the frequent popular belief that certain Chimes are “out of tune.” A 
separate Damper is placed under each Chime as shown in the illustration on the preceding 
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The greatest philanthropy that can be bestowed upon any community is the installation of a 

set of Deagan Tower Chimes. Their location at once becomes a landmark, and their music 

is eagerly looked forward to by all within the radius of the carrying power of their wonder- 

fully sonorous tones, They are, indeed, the “Memoriai Sublime.” Let us tell you more 
about these beautiful toned Chimes. 


JC. Deagan Inc. 


Established 1880 
DEAGAN BUILDING 


Deagan Building, absolutely fire- Ravenswood and Berteau Aves. 
proof, the mammoth factory in " 
ee ae Chicago, U.S.A. 
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